BELL SYSTEM PRACTICES SECTION 570-113-401 
Plant Series Issue 2, August, 1965 
AT&TCo Standard 


o- TO 8-LEVEL UNIVERSAL STATION CONVERTERS 


ACTUAL WIRING DIAGRAMS 


CONTENTS PAGE minals. Since this is a general revision, mar- 
ginal arrows have been omitted. 


1.02 The location of each wiring diagram is 
| indicated by its position in the index. 
2. DIAGRAM INDEX.............. 1 The index also lists the subject matter of each 
wiring diagram, and its current issue. 


ws 


( | 1. GENERAL 1.03 For wiring information concerning the 
mechanical units associated with the 


converter terminals, refer to the appropriate 
1.01 This section is reissued to include the 2 PPEOP 


latest issues of the actual wiring dia- aeoro 
grams for the 5- to 8-level Signal-to-Tape and 
Tape-to-Tape Universal Station Converter ter- 2. DIAGRAM INDEX 
DRAWING ISSUE 
SUBJECT NUMBER 
Marking Chart _ 4488 7 
. Electrical Service Panel, TP194623 0969 2 
| Tape-to-Tape Panel Assembly VCL283 
and VCL316 6022 4 
Service Unit, TP194605 6024 5 
Automatic Feed-Out Assembly, TP194595 6036 3 
Feed-Out Assembly, TP194608 6038 2 
Transfer Tree Module, TP194670 6082 5 
Signal to Tape Panel Assembly, VCL282 
and VCL317 6084 3 
Diode Matrix Module, TP194671 6086 5) 
Control Module, TP194672 6089 3 
Cabinet Wiring List, 5- to 8-level 6090 A 8 
Cable Assembly, TP194720 6367 3 


Prepared for American Telephone and Telegraph Company by Teletype Corporation 
Printed in U.S.A. Page 1 


: yO 4488 WD 


! ae ATE TRO i. 


| 2 |ll-6-64DCA653 8) 
~S_T7- 1 377236 | 
-e_I12-9-64 [84605 — 
Sh MB OO (ols -4-91-[-7 eZ 


ADHESIVE 
BACKING 
(NOTE 5) 


tt TELETYPE J TELE|TYPE | | 
i a ee 7 scien 
. | 2". 
: o OS 
ity | 
T : 
i lo 
iaCaierS RNa TABLE | =e 


———— MGS 6O) te _~ ra 
AC332, 352 | A$$ 80389 Sa oe 


DECAL (PART OF COVER ASSEM. 


TABLE / 
UNIT __ 


MARKINGS CHART 


BACK) 


x. 
| 
sae iil Enters: FOR 
LES FOR : DATA SPEED 
ORDERS aes —seLeTyPe] CABINETS 
oe ON BON OO « rPos 10 
2 Seca NAME TELETYPE | INSTRUCTION CT — NAME 
(TRADE- PLATE 
G. (CHAD. BOX.) decisis APPROVALS 
LG. | [TELETYPE | DAN AR | © OFM 
— ae ht ) 43 193368 a = 
1) ee : ! Z : ec e-WMBER__ 
~ =f <= a : I (ieescsl 
7 Eee Re ee ee 
enna Meomicieet 28 ——— DATE agin es 
ww) wm 
_ Siu oD ne Ro.FiLe No. Pe LIAS 
- ee Bis : Iie ot ch 2d DRAWN R.P|CHKD. 
R REQ’ 5 3 , ENGO.C.p. 5 [APPO.__ 
(ADHESIVE a x | aa 
BACK) a i : wo NO MTG _ TELETYPE 
AC356 , 366,383 — PR ates {SCR REQ'D 7 CORPORATION 
. ; Oe ! 
| (ADHESIVE AC35! 362,380 & 381 - | 4 48 8 WD 


NOTE S: 
REFER TO 600IWD FOR ALL NOTES @ RUBBER STAMP- INSIDE LEFT WALL 


r 
(TYPICAL OF ALL (TYPICAL OF ALL CABINETS } 


CABINETS ) 


ies cpemsniata a te el i a 


342, 349, 317 319,380, 355 
353, 364, 366 
387, 382. 


SPECIAL NOTE 


IN POS.(6) FOR AC 3498350 WITH' BA’ MARKINGS 
USE 311288 (BELL SYSTEM PLATE). FOR OTHER 
MARKINGS SEE CHART BELOW. FOR 


SALES 
ORDERS 
| pos. CT Pos. QT ros. GT ros DT ros GI ros @ | ros. @ | ros.) [ pos. @ [| ros ©] ros. WY] ros. (2) 


cuerenen TELETYPE DECAL TELETYPE OR CUSTOMER PLATES NAME ise he eee 
NOS (IN PARENTHESIS INDICATE. QUANTITY OF 153103 SCREWS REGUIRED ) A 
EMBLEM (LUB. INSTR as PL ATE MARK ) (CHAD. BOX) 
24 LG. 
TELETYPE rsszee | yp] 


BELL SYSTEM 


P 


a 


PLATE 


uJ 
, = 
O }— 
ee lit 
wo oo 
n _ Zz < 
mak us 6) 
eee a - 7.) 
ad =9 uJ 
OO: x om i 
2 = Be : 
| INSCRIPTION (ADHESIVE Wl a 
ON THIS BACK) ao AC356 , 366,383 


ee 


Pa 


INQ NOTES: 5969WD 
ASSOCIATED CABLE ——— 
194640 CABLE ASSEMBLY. sue] DATE [AUTHNO 

(2 [9-11-6418 3062 

2 ee ee 4 

Pod 


NUMBERS IN () NOT MARKED 
ON COMPONENTS. 


WIRE COLOR CODE: 
P- PURPLE 

BK - BLACK 

W- WHITE 

G- GREEN 


WIRING LEGEND : 


DISTANT TERMINATING | 139870 STRAP 
DESIGNATION 


g-WIRE COLORCODE BRASS BRASS 


I7-P 


a x 
0 na o = © 156656 5 > <n =? ze © ACTUAL WIRING 
t ae > © a STRAP 1 Fao, cio oo zs 
x = 2S =a-- os Oe FOR 
= ee uo = FRAME GND.) ~ — =a ereei 
ELECTRICAL 
139870 STRAP ee 


BOTTOM VIEW PANEL 


| APPROVALS — 


ed AND R | E or M 


pron no 5SO9G6QWD 
ee ees 
DATE. !- 14-63 


FORAWN AWN af | CHK OM eS ar 
fenco Pave |aero pit — 
TE - 


TY 
CORPORATION 


Fee 


I} AON me 


2] . 3 | 4 : ees | 7| @ 
MERCURY WINDER TERMINAL LOW ~ TAPE MAIN FEED - OUT TERMINAL 
No males ee ee |__“ switcr BeCeaCre CABLE morn ASSEMBLY BOARD ai aA Wl ds aS AMR shce e CONNECTOR 6022WD 
SCHEMATIC. eles . 3 
| 2.| 3€ INDICATES 18 GA. WIRES PART NUMBER 162958 145967 154406 174570 (2) 114467 194697 LMU- 19 194608 194636 182732 | ieis95 l61239 | isisos 
| ) ‘a 


TERMINAL DESIGNATIONS Se R-BL issue | pate | AUTH No. | 
ENCLOSED IN PARENTHESES emenal aceon ea ene merere 4 A i: 30 30 Tr 30 [2 e-4-63__ [77405 
ARE FOR REFERENCE AND 4 WERK is 13.W-BK 1 [>3_1'7= 10-64 | es009 
ARE NOT MARKED ON , -o ILI BR | P4 [9-15-64 | 8306! 
COMPONENT. | ee ‘i r an aa aay aeEEERN 
COLOR CODE: 194646 CABLE | ASSEMBLY g —BL Te) , re) 9 Re (etna Dee eee 
8R ~- BROWN BL~ BLUE 7 Ww-Y Ez 9 9 rn ie 8 
BK-BLACK Y - YELLOW | R AAS w-p |i | | 
W - WHITE P- PURPLE g 8 8 7 
R- RED S - SLATE w BR ‘ 9 ws iz Pi 
O- ORANGE G~ GREEN a eae |e B 
W-BK- WHITE BLACK SWITC 10 15 
W- 0 - WHITE ORANGE Ke r : iz 7 3,6 3; 
m8 re seu 4 oon r 
W-Y - WHITE YELLOW KI ip —W 34 4-\- 28 
W-P- WHITE  PURPL ae ea w-pr_ ||| 
W-G- WHITE REEN 13 28 2g-W-8 27 
W-R- WHITE RED 5 J? ex-y || rea |E 
| W-S- WHITE SLATE 14 27 27 26 
R- BL- RED BLUE ia : ie 
R-G - RED GREEN | ig 25 25 Ww 24 
R-Y - RED YELLOW R-Y 
R~-BR~- RED BROWN BL 7 = ie 24 
BR-8L- BROWN BLUE CABLE 1S [PART OF ig oR BL 32 
BR-G - BROWN GREEN 194608 ASSEMBLY sp-c ||. wW-P 
BK-BL- BLACK BLUE | 19 con if 33 18. : if 18 c 
BK-G - BLACK GREEN 5) ~BK:Bb 36 59_.BK-Y S64 
BK-R - BLACK RED 22 -BK-S E ,; Jw-o || 
BK-S - BLACK SLATE iz 2 2 le 2 
BK-BR- BLACK BROWN 23 BIR 1G ig—W=8 IG 
O-G - ORANGE GREEN | R-BR || Hs 
- BR~ ORANGE 8ROWN | 0-G : 
Y.- G - YELLOW BREEN | 36 ie 6 6 
BL 37 2s wt 
: 3 o-BR || | aa la ; 
38 4 
ale et 
: 3 3 3 
? BK-BR || | j | 
PART OF 194697 ue 
| a i7— 17 
| 194645 9474) 
CABLE CABLE 
ary 
ee) 
PART OF 182732 ah} 
| 114467 TAPE TO TAPE 
3 RECEPTACLE PANEL ASSEMBLY 
145967 WINDER MOTOR VCL 283 AND VCL 316 
ASSEMBLY NO. 
apt SY 174570 SWITCH (2) 194548 
TERMINAL BOARD 
(PART OF AC347 CABINET) 194605 SERVICE 
194608 ASSEMBLY ee Race 
REAR OF CABINET 3 
: TELETYPE 
CORPORATION 
TOP VIEW OF CABINET MTG. LOCATION : y so22wo 
| F) 9 
2 3L 4 5 6 7 


i 2 3 6 7 , 8 


4 § 
. ; RELAY AF-20 TERMINAL MONITOR JACK MOTOR = 
NO. TES ’ 


9 
row er ae 6024WD 
" (71501 VISION 
ALL WIRES CONNECTED TO TOP OF TERMINAL | 5,0. Aisne 71S 97143 NOTE 5 ae Rea REVISIONS 


BOARD TO BE ASSEMBLED To 192007 ee issue | pate =| AUTH. NO. 
UNDER TERMINALS | 2 |s-i3-63 [77403 | 

CH | 3s j|9-S-63 | 77874 | 

a | | 4 |6-9-64 | e205 | 

C7 | _ areas eee 


TERMINALS. : 
PART OF 
' 
iL 
2L 
iM 


ADD STRAP ACROSS TB-AA2 AND TB-y7 To 

RUN MOTORS CONTINUOUSLY. 
ALL OTHER WIRE 24GA. GREEN RM 31784 ppc os 
COLOR CODE: 194739 CABLE 
W-BK-WHITE BLACK 
W- O- WHITE ORANGE 

947 
| 8K- Y - BLACK YELLOW CAGLE 
W-BL- WHITE BLUE 3 
W-Y -WHITE YELLOW 
W- P - WHITE PURPLE 
W-@- WHITE GREEN sees | 
W-8R-WHITE BROWN 
W-R -WHITE RED =e verte 
W-S -WHITE SLATE 
6 - GREEN a 


MCR CONSISTS OF (i) MOTOR CONTROL 
RELAY 182669, AND (2) 114654 
TERMINAL STRIPS. 


ADD STRAP ACROSS TSB-886 AND TB-0D5 TO 
DISABLE THE BLINDING CIRCUIT. 


ADD STRAP ACROSS TB CC4 AND T8-0D4 TO 
BYPASS TAPE-OUT LEADS WHEN CIRCUIT 

tS USED AS PART OF A SIGNAL -TO- TAPE 
CODE CONVERTER. 

STRAP TB-K5 TO TB-K6 WHEN AUTOMATIC 
LETTERS FEEO-OUT IS DESIRED FOR TAPE-TO-TaF 
CONVERTERS. REMOVE CONNECTION TO CONTACT 
1U8 ANO TIE BACK 


A INDICATES 24 GA WIRE 


NM INDICATES i868 GA. WIRE. 
2 iad 
7 114654 TERMINAL STRAP 

R-BR-REO BROWN 

O- G@ ~ ORANGE GREEN 
O- S - ORANGE SLATE 

BK ~ BLACK 

O -8R- ORANGE BROWN 
8K-$ - BLACK SLATE 
BK-Y - BLACK YELLOW 
R -BL-REO BLUE 
R-@ -REO GREEN 
R-Y -REO YELLOW 
BR-BL - BROWN BLUE 
BR-G - BROWN GREEN 
BR-Y - BROWN YELLOW 
BK-BL~- BLACK BLUE 
BK~@ -6BLACK GREEN 
BK-R~- BLACK RED 
R-O -RED ORANGE 
R-S$-REO SLATE 


U 
M TOP OF SERVICE 
- UNIT CHASSIS 


! 
8 
2u 
171541 DIODE 


3 700 1 
3B 171524 RESISTOR 182669 RELAY 


28 — 114654 TERMINAL - 


15363! NETWORK 
WIRING LIST 


194605 SERVICE 


UNIT ASSEMBLY 


194605 SERVICE 


182669 MOTOR 
\ CONTROL RELAY UNIT ASSEMBLY 


(MGR) 


194636 TERMINAL 


APPROVALS 


194637 -—~ YH =— 161210 NUT 


ae 
PLATE MJ (DISCARD FLAT WASHER & 
HEX. NUT PROVIDED WITH TELETYPE 
97143 JACK) CORPORATION 
TOP VIEW OF SERVICE UNIT 
B = TC 484 12-08 I 2 6 7 8 9 


IN MICROFARADS UNLESS 
OTHERWISE SPECIFIED. 


| 8B 
ae a 
ALL SURFACE WIRING 24 AWG 


GREEN,31784RM UNLESS 
OTHERWISE SPECIFIED. 


TO SERVICE UNIT 


NO NOTE | | | 6036WD 
fi ccemyeeeymerrewugerrrr ams 1.) sg Mn 14 Me CAPACITOR | 
TO 5887WD 
2 TERMINAL .[ ON LL RELAY . ! | 3 [9-25-64 |B30II-! | 
USED AS TIE POINT. I6505I \71501 iI71501 194600 194620 a eee Cee 
COLOR CODE IDENTIFICATION |_AG"24 [TOP AK-4 BOTTOM| 2000 MFO | 900 MFD 194642 CABLE ASSEMBLY oe 
W-WHITE | a 
| BR- BROWN i Sy o 
BL— BLUE i 137602 | 
P—PURPLE Tr) RESISTOR 
Y— YELLOW 
O—-ORANGE : 
BK—BLACK " oe 
S-SLATE ae ee BL 
G-GREEN 117154 
: W-BR WHITE BROWN tf DIODE { 
W-BK-WHITE BLACK 3 
a SEE 6084WD 
. ALL CAPACITANCE VALUES 8M FOR CONNECTIONS 


1715 41 
DIODE 


137602 
RESISTOR 


6B - 


WIRING LIST 
194595 
AUTOMATIC 

FEED- OUT 


ASSEMBLY 
APPROVALS 


194606 
CAPACITOR 


NOTE 2 


| 
) | fe 
——{]}- 
| - __6036WD 


I94606 
CAPACITOR 


470.1. 
137602 
RESISTOR 


2L 


{71541 DATE: |- 30 -6 3 
DIODE P.0.FILE NO. 3-95 AAA | 
JORAWN, <<] CHK OS Tre 

WIRING SIDE ENGD. PA, BaPPd ABA 
ELE TY PE 


CORPORATION 


£ET1081467 
TC253516-54) 


© 1h 
INO RELAY 6038WD 
FOR SCHEMATIC sad oars [aun 
G REFER TO 6037 WD NOT | SSUE| 
(USED) eo | 2 | 7-30-64/ 83012 
ASSOCIATED CABLE —_}—___}. ——_- 
I94641 CABLE ASSEMBLY 171506 194641 ina eee Geezer! 
AK-6 ~— ASSEMBLY a ais ere 
COLOR CODE IDENTIFICATION: 
RED tIM R 7 oo 


BR — BROWN 


ORANGE STRAP 
YELLOW 


BK — BLACK 
G -- GREEN 


7183 
CAPACITOR 


INOTE 4 
TERMINAL 10 OF FO ReELay 


USED AS TIE POINT. 


: | 137602 
RESISTOR SEE 6021 WD 
FOR CONNECTIONS 
TO SERVICE UNIT 


WIRING SIDE 


WIRING LIST 
194608 


FEED- OUT 
ASSEMBLY 


APPROVALS 


—B Eorm | 


. 
i 


: 


+ 10“FD-—— enon ne 6038 WD 
CAPACITOR P.0.FILE NO 3-O5AAA 
PG, 
Enso PHB |sr0d 5g 
TELETYPE 
|___ CORPORATION 
nee 6058 WD 


tn v 


rit 
Poy 
. 8 
- : <4 
a ° 
is -_ 
. 


1 2 3 4 5 : 6 
oeSich == | | ute | ufo [Be Irie [tbr [E189 [eibs [hth [xe [xis [xiSs [xitr |xiB2 leilo [Kir [ko lvHe [xno lem | 1 1 


cE] ESA EE SANDEE a Ne UR a I 


ADD STRAP ACROSS THESE 


TERMINALS TO DISABLE UNSHIFT 
ON SPACE MECHANISM 
ALL VOLTAGES DC UNLESS OTHERWISE 
SPECIFIED. 

.| AL!. STRAPPING 24 AWG BARE, 39603RN 
USE SLEEVING WHERE REQUIRED. DO NOT 
PULL TAUT BETWEEN TERMINALS. 


aoe Eas 


OnNOA DWH — 


é 


ON HAIL VV — 


RELAY TERMINAL NUMBERING 
(WIRING SIDE) 

KIOI, Ki02, Ki03, KIO4, KIOS, Ki06, 

K108,KIO9, KIO, Kitl, Kil2 


TOP OF MODULE 


193040 
CONNECTOR 


WIRING SIDE OF CARD 
CONNECTOR SHOWING 
LOCATION OF TERMINALS. 


INSTALL CARDS WITH 

COMPONENTS TOWARD 

REAR OF MODULE 
\ ; 


I94685 CARO 


WIRING SIDE OF MODULE 
FOR RELAYS 


194685 CARD 


RELAY TERMINAL NUMBERING 
{WIRING SIDE) 


KlO7 


i2 


6082 WD] 


fsx | oare | awn [a 


| #2} 8-12-63 | 77689 
| 3 | 694-64 8124 
| 4 | 7-7-64 | 82995 _ | 


* * 


ACTUAL WIRING 
DIAGRAM FOR 


§ TO8 LEVEL 


TRANSFER TREE MODULE 
194670 


APPROVALS 


12 , 8B 


"€ 414 2 61 


3 4 
TAs BLOCK CABLE . 


BE ADDED WHEN THE CASLE 18 USED 
AS PART OF THE VCL 3I7 ASSEMBLY 


REFER TO GOSS WD FOR SCHEMATK, 
ALL VOLTAGES OC UNLESS OTHER- 
WISE SPECIFIED. 


NO. 
THIS STRAP 1S NOT PART OF THE 
194696 CABLE ASSEMBLY BUT MUST 


WIRE COLOR CODE IDENTIFICATION: 2 
3 
P — PURPLE | 
$-—- SLATE 
W— WHITE 4 


Qk— BLACK 
@-— GREEN 


WHITE @ BROWN 

WHITE & BLACK 
RED @& ORANGE 

RED & SLATE 

WHITE & ORANGE 4 
WHITE @& BLUE 

WHITE & YELLOW 

WHITE & PURPLE 8 
WHITE & GREEN 

WHITE @& RED 


@ SE DE ee Ga B 
eG xa 
@ 


WHITE @& SLATE 7 9 
YELLOW & GREEN 
BLACK @ YELLOW 
RED @& BLUE 6 10 
RED @ GREEN 
RED & YELLOW 
5 
BLACK 194645 
BLACK @& RED ABLE ASSEMBLY 
( } ARE FOR 
PART OF 
182732 
“C"' CONNECTOR 


BK 


PART OF 
194698 
CABLE ASSEMBLY 


C32 


C25 


C26 


C33 


C34 


C28 


C29 


C30 


C3! 


rey 7 
s- OU RMN 7 ECTOR 
BOARD MAGNET: DRIVER 


R-- AAS 
| ae 
BR ie H2 
a |e ae 
| 
Y i 7 KI 

haa 


CABLE !S PART 


OF 194595 
ASSEMBLY H7 0 
AC TV iz 
K7 R 
( ti 
SIGNAL . 
ay (-) BB7 G 
INPUT (+) DD7 


“CABLE IS PART OF 
193400 ASSEMBLY 


TERMINAL BOARD 
(PART OF CABINET) 


194595 ASSEMBLY 


REAR OF CABINET 


TOP VIEW OF CABINET MTG. LOCATION 


- 


8 
CONNECTOR | 
C 


182732 

R00 
rern el 
ne ae i 
Ena e| 
era Ul 
arr | 
7 YL al 
ae HE 
rr 1 
io wk | 
area il 
eal 
13 —-S ny 
Larrea dl 
js —RoBL Rl 
ig eS BL 
17 —RY El 
ig BRB gi 
ig —BRS al 
20 BR-Y | 
3) —BK-BL al 
99 —-BK:G + 

BK-R 
23 A 


PART OF 194698] J a. 


CABLE ASSEMBLY 


COL MEMOET SALEM E I 


174570 


9 
QONNECTOR 


161239 


‘SWITCH (2) 


LOW TAPE CONTACTS 


194605 SERVICE UNIT ASSEMBLY 
(PART OF CABINET): 


193400 [ASSEMBLY 


ISSUE | DATE AUTH. NO. 
8-30-63 774i0 


“7-31-64 |s2965 sid 
Nee ee ee 
a) 

B 
Cc 
D 


WIRING LIST FOR SIGNAL TO 
TAPE PANEL ASSEMBLY 


VCL 282 
AND 


VCL 3!7 


ASSEMBLY NO. 194706 


APPROVALS 


_ | 


E- NUMBER 
PROD. NO. 


6064 WD 


DATE 3-—9-63 


PD.FILE NO. 3-95.AA 


CORPORATION 
6084W D 


9 


2 3 4 ry r . ? é ? 10 " 12 wv 
rr [ REFER Yo Coarwo Fon seneware [MT] | | [als [obs LaBe [obs Lue lubr Le be las That? T-11OO DOL O86 W 
FROTES GOA WHE es wee lee | | | | [nos [nor [nos [aos feor | fave pus few || J ~ | -|- 7}. tt eS 


roc eee ce HE 
“ ues -_ 
3.| CONNECTOR "E" iS FOR OPTIONAL A - 
CARD 194684 WHICH IS NOT | A = 
| PROVIDED AS PART OF THIS : es | 
A 
ALL V AG 
QOLTAGES OC UNLESS | , 
= -_ AS 1) 17I54t 
WIRE COLOR CODE IDENTIFICATION AS = | : 
BK - BLACK AlO 2 © 
W —-WHITE BI tN aa 
R -RED . Be 
G -GREEN, B ; 
a a as B4 A 3 
aie ERS IN () ARE FOR : 
ee : i 
B7 
: 
SPECIFIED. ms 
t + 
7 “ ’ 
: i | MERCURY RELAY 
. SOCKET ORIENTATION 
C3 11S VAC Top VIEW 
C4 
C6 
C7 
| cs 
: co 
ogi e) o 
| DI COMPONENT SIDE OF 
De 4 CIRCUIT CARD 
D3 FRONT 
D4 OUND 
nf . ————— 28 5 | A(194700) 
D6 ear B(194701) 
D7 SS C (194702) 
ps ee D(194633) 
DS es E (194684) 
DIC a rae £ 
| = U WIRING SIDE OF MODULE OPTIONAL 
. E2 FOR 5 LARGE CONNECTORS CARD me 
E3 
E4 
£5 
E6— 
) E7 
E8 
ES 
EIO F 
Be i 
Ji | 
F2 | 
F3 
F4 
F5 
F6 | 
F7 
FS 
Fs 
FIO : 
G1 
G2 
G 
G4 
65— | | 
66 ACTUAL WIRING 
G7 DIAGRAM FOR 
68 5 TO8 LEVEL 
ee CODE CONVERTER 
. WIRING LIST FOR 194671 
He DIODE MATRIX MODULE” 
cs ne aa ae | APPROVALS 
Ne Po a ele 
772: Bee Ge a 
7 Baran Se See Ses 
ae CR GA ce Cr 
“5 eee: a ee ee SEE WO 
Li 3 3 3 3 
L3 2 2 2—+—2 | 
L4 A—+—A A—}—A prawn VA, [cneo. 
pa no a I 
ye ed Be Bis | aaah 
5 t é ? r) ¢ i 


ui 12 a, A 3 


DATE AUTH. NO. | a 


5-22-63 | 76489 
F 8-(2-63 | 77689 | 


1 2 


3 4 5 é 
[rece necav [rua [oom [coun [come[ oon [oom] rom [ [|] | +i 
me a la ca cal YAR OR 
(aaa ee a Se (a |S (A |S Se ee eee se 
[psi | ivisoi [irises [soao|asoro|ssoao|inen [rarsifeassel || |] | 


NOTES ITEM 


eta 
[ere vo osewo For soneware, Ee | 
M=IBGA. WIRE. ALL OTHER WIRE CODE Be Re 

ar oe 


« 


24GA. GREEN 31784 RM PAR 


ALL VOLTAGE DC UNLESS OTHER-~ 
WISE SPECIFIED. 


cs 
cio 


WIRE COLOR CODE IDENTIFICATION Pd 

BK — BLACK , 

W — WHITE 

G — GREEN Bi 


ALL STRAPPING WIRE 24 AWG BARE 
39603RM. USE SLEEVING WHERE 
REQUIRED. DO NOT PULL TAUT BE- 
TWEEN TERMINALS. 


Bike es eee Ree 


M 
') 
K 

P 


(SA 
| ore 
(9). 


194536 POTENTIOMETER 
REAR VIEW 


MODULE. 


FRONT 


TOP OF MODULE 


193040 
CONNECTOR 


WIRING SIDE OF CARD 
CONNECTOR SHOW! 
LOCATION OF TERMINALS 


194689 CARD 
194688 CARD 
—._. [94687 CARD 


f 
INSTALL CARDS WITH 
COMPONENTS TOWARD REAR 
OF MODULE. 
° 
H NG 


WIRING SIDE OF 


12 


6089 WD 


REVIS;ONS 
DATE 


| 8-i2-63 [77689 


« pe 


- 
+ 


IE 
Mh 


ACTUAL WIRING 
DIAGRAM 
5 TO 8 LEVEL 
CODE CONVERTER 


WIRING LIST 
FOR 194672 
CONTROL MODULE 


APPROVALS 


6089WD 


a + rere rh el EE A I RS IT Ey SS pee oe oe a 


6 8 9 , 


a A the 


NO. 
% INDICATES 18 GA. WIRE. ALL OTHER 0 -: SLATE 6090 W D A 
WIRE 24 GA. QO - 4 = ~ ORANGE GREEN 
O - BL- ORANGE S8LUE 
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194595 AUTOMATIC FEED- OUT W- G -BK-WHITE GREEN BLACK 
ASSEMBLY. REMOVE CONNECTION TO W-BL- G-WHITE BLUE GREEN 


REQUIRED FOR TAPE- TO-TAPE 
CONVERTERS AND REPLACE 194608 


CONTACT 1U8 AND TIE BACK. DISCONNECT $-105-2 LEAD AT TB- 
AA7 ANO TAPE IN SIGNAL -TO- TAPE 
ITEMS NOT IDENTIFIED BY NOTE 5 APPLICATION. 


ARE FUNCTIONAL ON BOTH THE TAPE- 
TO~TAPE AND LINE TO TAPE 
CONVERTERS. 


ALL VOLTAGES DC UNLESS 
OTHERWISE SPECIFIED. 


TERMINAL DESIGNATIONS 
ENCLOSED IN PARENTHESES 


ARE FOR REFERENCE AND ARE 
ADD STRAP ACROSS TB-CC4 AND NOT MARKED ON COMPONENT. 
TB-—DD4 WHEN CONVERTER IS USED 


AS A SIGNAL-TO-TAPE TRANSLATOR. 
TURN MODE SWITCH TO TAPE FOR 
TAPE-TO-—TAPE OPERATION AND TO 
SIGNAL FOR SIGNAL-TO- SIGNAL 


= 
j 


a 


ax 


DVUBVUVUMVNOOSSESSEE<X<X~<KO<XODVDV»yWoDW 


j TAPE OPERATION. = | 
194720 CABLE ASSEMBLY CONTAINS ae 
THE WIRING SHOWN ON THIS 
DRAWING. 
CONVERTER IS WIRED FOR VERTICAL 
PARITY, IF CONTINUOUS MARK iS 
\3. DESIRED IN THE 8TH. LEVEL, 
CONNECT TO TB~ BBS. 
+ Ki oO 
4g. | 72596RM TERMINALS ARE USED ON (0.6) 
“| ALL WIRES IN AREA "AC. 
192007 TERMINALS ARE USED ON 
ALL WIRES IN AREA "TB. ; 
i6.1 WIRE COLOR CODE IDENTIFICATION 
BK—BLACK 0 -ORANGE 
WHITE BL~ BLUE | ce accent Eve 
-RED © Y -~YELLOW : 4 ACTUAL WIRING 
-— GREEN BR-BROWN 24 VA.C. i DIAGRAM 
— SLATE WIRING LIST 
— PURPLE AC 348 
—Strlélack SLATE 5. TOe TEVEL 
S$ — BROWN SLATE 7 sera a daal 
S$ — GREEN SLATE F 
-— § —YELLOW SLATE | WH BRP CONNECTOR 
~ § — ORANGE SLATE | W-BR- E,G 
— BR— YELLOW BROWN . a r 
-— 0 — YELLOW ORANGE eae TF 
— P — YELLOW PURPLE 
— 8K—- WHITE BLACK |, 8 oe APPROVALS 
— BL—- WHITE BLUE ee 
—P — WHITE PURPLE | os D ANDO R E OF M - 
—R — WHITE RED faaatt “f 
—S — WHITE SLATE. ; (| : ic4 
— BR- WHITE BROWN | 
—- Y — GREEN YELLOW 
UB GREEN: BEACH HOLDER , LAMP HOLDER ,LAMP = UMeES 
— BL— RED BLUE ; > ce 
~ 6 — RED GREEN LIOi, L102 ae LIO4 PROD.NO. 6O9O0 WD 
—- Y — RED YELLOW NOTE 5 . 
- 0 — RED ORANGE DATE 8-3-63 F 
— $ — RED SLATE 2 eidiel 
~ BR—- RED BROWN | PD. FILE NO. 4-95AAA 
BR- BL— BROWN SLUE —— —o 
BR- G — BROWN GREEN De G 3 , DRAWN A.D. CHKD. 
BR- Y — BROWN YELLOW r{ Senay rere eee 
BR~- BK— BROWN BLACK i 6} ENGD. R. J. K, APPD. 
BR- O — BROWN ORANGE 3 i 
Ok 8L— BLACK BLUE ae era | ) (8 TELETYPE 
BK- S - BLACK SLATE CORPORATION 
SK-G — BLACK GREEN P| anes agen 
W—- 0 — WHITE ORANGE ig aa 60 9OW 
W- Y — WHITE YELLOW : ae / 
: NOTE 5 
2 3 : 


Io| NOTES 


| % INDICATES I8GA.WIRE. ALL 
|. | OTHER WIRE 24GA. 


1 REFER TO 6366 WD FOR CABLE 

‘| ROUTING. 
4 COLOR CODE IDENTIFICATION: 
"| BL-BLUE 
G-GREEN 
S-SLATE 
BK- BLACK 
W-WHITE 
P-PURPLE 
R-RED 
S-BL-SLATE , BLUE 
BK-G-BLACK GREEN 
BK-R BLACK RED 
W-Y-WHITE YELLOW 
BL-G-BLUE GREEN 
| W-O- WHITE ORANGE 
S-BK-SLATE BLACK 
S-BR-SLATE BROWN 
S-G-SLATE GREEN 
S-Y-SLATE YELLOW 
S-O0-SLATE ORANGE 
Y-BR-YE!LLOW BROWN 
Y-0-YELLOW ORANGE 
Y-P-YELLOW PURPLE 
O-G-ORANGE GREEN 
| O-BL-ORANGE BLUE 
O-P-ORANGE PURPLE 
| W-BK-P-WHITE BLACK PURPLE 
W-BK-R-WHITE BLACK RED 
W-O-BL-WHITE ORANGE BLUE 
W-BR-P-WHITE BROWN PURPLE 
W-BL-G-WHITE BLUE GREEN 


ET108147 
TC255 (6-54) 


Ke ALBANENE 1981 * 
@®  TRaciwa paren 


TERMINAL FIELD 
TB 


194636 


W ~BK-R (2; 


W-O~BL 
-W-Y 


BL-G 


W-BR-P(2)) 


W-O 


s *(2) 
S- BK 
S-BR 
S-G 
S-Y 
S-O 
Y-BR 
Y-0 
Y-P 
p* (9) 
R™ (2) 
O-G 
O-BL 
BK 


PART OF 194720 
CABLE 


SERVICE PANEL 
AC 


| 194623 | 


4 


au naw © — N 


PART OF 


194720 
CABLE 


6367 WD 


ISSUE] DATE | AUTH.NO, 
| 2 | 9-7-63] 77399 
eB e: 


i 83005 


ih 


WIRING LIST FOR 
CONNECTIONS FROM 
1894720 CAB. 
ASSEMBLY TO THE 
TERMINAS, FIELD AND 
SERVICE PANEL 


AC 348 


APPROVALS 


D AND R E or M 


Wi “LL 
PENyMpER 
| prop. No. E367WD __ 


DATE: 3-30-63 


JORAWN. E.R. |CHKOdg “40 
ENGD. RJ. K.jAPPO. fie, 


TELETYP 


CORPORATION 


6367 WD |- 
4 


